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Exhibit No, 7-18=-3 To Contract, Po 


Date: September 18, 1958 


( 


Part 
Ne, Nomenclature QTY. Unit Price Total Price 
NL Stop slide fastener, bottom, large 5 NO CHARGE NO CHARGE 


(David Clark Company) 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


$ Wo Charge 
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Approved For Release 2000/08/16 : 


Delivery: As Soon &s Possible 


Contractor warrants vrices conform to the 
price formula in effect on datte of this 
Exhibit, 
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CIA-RDP81B00878R00050012 
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